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Lupton Utility Cabinet 

This handsome Steel Cabinet can be used in a great 
variety of ways in office, store and factory. It has a 
strong door with three-point latch controlled by a cylinder 
lock. Dimensions of cabinet are: Width, 36 inches; 
height, 75 inches; depth, front to back, 18 inches. The 
finish, velvet green baked enamel, makes an appearance 
worthy of any office. 

As a wardrobe the cabinet is furnished with one shelf 
and a pipe rail for coat hangers For stationery, office 
supplies and general storage it is supplied with adjustable 
shelves as ordered. 



Shipped fully assembled and crated. Weight 195 lbs., 
with one shelf and pipe rail. Extra shelves, each, 8 lbs. 


Utility Cabinet with one shelf and pipe rail_Each, 40.00 

Utility Cabinet less shelves.Each, 38.00 

Shelves.Each, 1.25 


Lupton Bench Leg 



Made of pressed steel, electrically welded, light and 
strong. Height, 31 inches, without top. Weight, 25 lbs. 


Bench Leg.Each, 3.50 

Extension (shown in circle).Each, .30 


Lupton Foreman’s Desk 


Made of steel same as 
other Lupton products. 

Reinforced top, cylinder 
lock. Dimensions, 36 inches 
wide, 43^ inches high at 
front, 28 inches deep. 
Weight, 150 lbs. 

Each 

Foreman’s Desk.28.50 


Lupton Spring and Bar Rack 

A simple, substantial 
rack for holding springs, 
spring leaves, axles, steer¬ 
ing rods and similar parts. 

Made of steel angle bars 
riveted and welded togeth¬ 
er and strong enough to 
carry virtually any load 
which may be placed upon 
it. Base has holes for lag 
screws. Size at base, 22 
by 22 inches; height, 7 
feet. Finish, velvet green 
baked enamel. Weight, 

110 lbs. 

Spring and Bar 

Rack.Each, 20.00 






Lupton Tool Stand 


Drawer has cylinder lock. Stand 
is permanently assembled by elec¬ 
tric welding and is shipped crated. 

Finish: Velvet green baked 

enamel. 

Dimensions: 36 inches high, 20 
inches wide, 20 inches front to 
back. Weight, crated, 55 lbs. 


Stand. 


Each, 11.00 


Lupton Bench Drawer 

Two sizes: 14 inches wide, 5 inches deep, 18 inches front 
to back and 14 inches wide, 6 inches deep, 24 inches front 
to back. Cylinder lock. Weights, small drawer, 15 lbs.; 
large drawer, 22 lbs. Tray, extra, 2 lbs. 


Drawer 18 inches front to back.Each, 4.50 

Drawer 24 inches front to back..Each, 5.50 

Tray, extra.Each, .40 


Shelves are adjustable on 3-inch cen¬ 
ters. Cylinder lock is master-keyed 
on same system as Utility Cabinet, 
Tool Stand and Bench Drawer. 

Finish: Velvet green baked enamel. 
Dimensions: 24 inches wide, 36 
inches high, 16 inches deep. Weight, 
r^rated, 90 lbs. 

Tool Cabinet.Each, 18.50 


Special complete detail catalog sent on request. 



































































